T.  M.  SINCLAIR  CHAPEL  P30931 

Coe    College,    Cedar    Rapids,    Iowa  3<SJ>1 
This    chapel    completed    in    1951,    has    a     seating  3^ 
a   capacity  of   1200.   It  is  also  used  for  concerts  and 

JlJeTr  Mary  Ellen:  If  you  can 
«*cut  out  any  Sun.  Gourant  Bonu 
'jj-coupons  you  have  and  save  some? 
^for  me.  I  need  4  extra  with     I  POST 

D  Q 

Jwhat  I  have. Maybe  you  have 
xsome  friends  who  might  have 
|some  and  aren't  using  them. 


„Read  yest.  where  you  &  Jessie 


|are  in  charge  of  a  supper.  PTAs 
work  in  full  swing  now.  I  had  | 
Jto  do  20  letters  yest. Fall  = 
Conference  next  Thurs.  Then  f 
^Presbyterial  and  a  lull  'till  5 

-Convention.  Everyone  fine.  Jack 
-forking  for  his  room  &  board. 
"Much  love  to  all>b^^^ 


I  Mrs.  Robert  Blackman 
s Gildersleeve  Ave, 
fCollinstdlle, 
Conn, 


sm 


